STAIN TECHNOLOGY 


VOLUME VI 


) Published by the 
- COMMISSION ON STANDARDIZATION OF BIOLOGICAL STAINS 
Geneva, N. Y., U. S. A. 


2 


CONTENTS 
No. 1, January, 1931 


Progress in the Standardization of Stains 


Stains for Frozen Sections. H. J. Conn. 1 

A New Rapid Method for Tissue Diagnosis. C. F. Geschickter, E. P. Walker, 

The Dissection, Staining and Mounting of Styles in the Study of Pollen-tube 
A Method for Staining Pollen-tubes within the Pistil. Clyde Chandler......... 25 
Lacmoid-Martius-yellow for Staining Pollen-tubes in the Style. B.R. Nebel... 27 
Laboratory Hints from the Literature... . 31 


No. 2, April, 1931 
Penge in the Standardization of Stains 


Block Staining of Nervous Tissue with Silver. II. Trichloracetic acid, sulfo- 
salicylic acid, Hofker’s and Carnoy’s fluids as fixatives. H. A. Davenport.... 37 
A Modification of the Technic of Handling Chick Embryos. F. B. Adamstone.. 41 
Method for Staining Bacterial Flagella. Clair E. Safford and M.S. Fleisher.... 43 
Feulgen’s Reaction Applied to Protozoa and Small Worms, mounted in toto in 


Venetian Turpentine. Lubov A. Margolena....... 47 
A Preliminary Report on a Combined ‘Stain for 
Fixed Tissues. Sara A. Scudder and J. R. Lisa... 
Gram Reaction in Crushed Yeasts. H. A. Kemp. . es 
Non-Toxie Dyes and Dye-Resistant Bacteria. J. W. 
Notes on Technic 
Technic for the Jsolation of Epithelium. M. Lois Calhoun............... 65 
Methylene blue for Staining the Diphtheria Organism. H. J. Conn....... 65 


No. 3, July, 1931 


Progress in the Standardization of Stains 


Army Specifications for Biological ee 73 
The Atmospheric Dealkylation of acct Solutions of Cresyl blue. W. C. 
Holmes and A. R. Peterson. . 
New Rapid Methods for Tissue Diignenie. / M. Hjort and C. H. Moulton.... 83 
Isohematein as a Biological Stain. E. C. Cole. 93 
A Modification of Mallory’s Triple Stain. Boris Krichesky.................. 97 
A Differential Stain Favorable to the Diagnosis of Neisserian Infection. Sara A. 
Seudder. . 99 
A New and Rapid Method Making W. C. 


iii 


| 


CONTENTS 


’ No. 4, October, 1931 
. Progress in the Standardization of Stains 


The Smear Technic in Plant Cytology. Karl Sax 

Technic of Preparing Thick Sections of Mature Pine Cones. H. J. Lutz 

A Technic for Demonstrating Plasmodesma. Alden S. Crafts 

Some Experiments with Salts of Heavy Metals as Fixatives. J. J. Sheinin and 
H. A. Davenport 

Laboratory Hints from Literature 


Lie 
iv 
117 
123 
127 
131 
149 
Pr 
Al 
Th 
A 
Le 
Li 


